UP'HOLLAMD  URBAN  DISTRICT  COUNCIL 


ANNUAL  REPORl  CF  THE  MEDIOtf.  mim. 
FOR.  THE.  YKAR  ENnSP  JIsi  IB - 


ULIH 


To  tho  Chairman  and  Members  of  tho 
Up  Holland  Urban  Distriot  CounoiXt 


Gentlemen, 


I  heg  to  submit  to  you  my  report  on  the  Public  Health  and  General 
Sanitary  Conditions  of  Up  Holland  for  the  year  ending  3*^0^  Doceiaber,  1947< 

The  population  estimated  to  tho  middle  of  1947  hy  tho  Regietrar 
General  "was  6,344* 

BIRTHS:  The  number  of  Births  registered  was  as  follavsi** 

Total  Live  Births:-  57  Male  :  Female#  Birth  Rato  20,1  per  1,000, 

(Birth  Rate  for  England  &  Wales  20*5) 

Total  Still  Births:-  2  Male  ;  3  Female# 


DEATHS;  The  number  of  Deaths  registered  was  59  giving  a  Death  Rate  of 
9# 3  por  1,000*  (England  &  Wales  12*0)# 


Male# 


Pulmonary  Tuborcsulosis.  1 
Other  forms  of  Tuber cjulosis#  1 
Influenza. 

Cancer#  4 
Diabetes. 

Cerebral  Haemorrhage,  &  ThreoibOsis.  3 
Heart  Diseases.  8 
Other  diseases  of  the  circulation.  1 
Bronchitis.  2 
Pneumonia,  2 
Other  Respiratory  Diseases#  - 
Digestive  Diseases# 

Kephritis.  2 
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Premature  Birth. 
Suicide. 

Other  Violent  Causes# 
All  other  causes. 


1 


The  death  rate  of  Infants,  under  one  year,  was  7  ccarparod  with  4^*  ^or 
England  &  Y/ales,  and  the  Maternal  Mortality  Death  Rate  was  Nil® 


IIlfECriOUS  DISEASES;  Meatsles  was  prevalent  during  January  and  February,  but 
tlio  incidenoe  of  other  Infectious  Diseases  was  low. 

Antitoxin  for  Diphtheria  is  supplied  to  the  local  Ifedical  practitioners. 
It  is  kept  at  the  Council  Offices# 


Scarlet  Fever. 

19 

Diphtheria, 

1 

Measles, 

137. 

Whooping  Cough. 

25 

Acute  Pneumonia# 

t 

Ac.  Polionyelitis. 

1 

Erysipelas. 

2 
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The  member  of  children  immunised  against  Diphtheria  during  the  year  1947 

Under  5  years  of  age.  26, 

Over  5  years  but  under  I5  yeai’s.  67,  Total,  93. 


The  total  number  of  children  now  inmmised  is :  - 
Under  3  years  of  age,  181 

Over  3  years  but  under  I3  years  821  Total.  1002. 


TUBERQJLOSIS : 


Respirato.'n.r,^ 
|fele.  Female . 

1 


3 


Total. 
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Non  Respiratory. 
IVIalSo  Female. 

2  2 

4 


De^hs^ 

!.fele.  Female. 
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I|£pLS;IPB^  The  water  supply  has  been  good  and  sufficient  during  the  year. 

1-.  IS  ootaaned  from  Deep  ¥ell.s.  in  the  Di.strict  situate  at  Roby  Mill  and  Tontine, 


Rcutine  inspections  have  been 
clearJJn.ess  has  been  iiiaintained.  Dairy  Feu'i 


carried  out  and  a  good  stano.ard  of 
u-5  *»  11i  Cowkeepers  -  35<» 


Shops  are  regularly  inspected. 


SANf/EiTION: 

Priyy  Middens 

126 

Pail  Closets 

32 

Moveable  ashbins 

1234 

Preshv/ater  closets 

1633 

Closets  attached  to  these  middens  188. 
Ashpits  excluding  middens  208 
Houses  on  water  carriage  system  I43O. 
Conversions  during  I947  (on  septic 

tanks)  2, 


SANITARY  INSPECTIONS: 


Premises  visited 

130, 

Nuisances  discovered 

i28. 

Abated 

120. 

Notices  served  -  Informal. 

98. 

Statutory  Notices. 

30, 

Legal  proceedings. 

Nil, 

general  standard  of  housing  in  the  District  is  satisfactory 
though  there  are  several  old  preperties  in  the  Digmoor,  Alma  Hill,  Tithebaern 
Street,  Holland  Moor  and  Tawd  Bridge  areas  Y/hich  will  have  to  be  considered 
tor  demolatron  when  the 'general  housing  position  eases.  In  common  vd.th  other 
arstraats,  the  derxiand  for  houses  is  very  strong  and  there  is  severe  overcrc^7d- 
ing  the  area.  The  Council  have  execu.ted  site  works  for  100  Council  houses 

anu  20  p^re  near-ing  completion  and  a  further  24  are  in  progrosi 
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^aaltdrcy  condition  is  fai: 


Rorrtine  nis^jections  madS; 

Ir.'.;i.3  as  uacLor'  the  imiiiedilate  control  of  the 
Lanc.as..j.are  Gcunty  Counc ' "  -  .  .  _  _ 

the  year. 


Tt  -OM  *3  - -  -  -  ___ 

'  He  case  oi  Ophitlialirj.a  Neonatorum,  occurred  duiung 


SLAUGHTER  HOUSES: 


These  have  not  been  in  use  daring  the  War, 


§M:^Gg-^.SP^A;L.;  imprevements  have  been  carried  out  at  the  small  Disposal 
Works,  The  3\fe.in  Worlcs  are  in  satisfactoiy  condition,  Lhe  smaller  Works  in  the 
Uest^End^of  the  District  have  been  functioning ' as  satisfactorily  as  d,s  possible, 
bearing  in  mind  the  type  of  Works.  Provision  of  further  sewage  disposal  plant 
is  necessary  for  some  parts  of  the  area. 


I  am,  Gentlemen, 

Your  obedient  Servant, 


J .  G.  HAmWOQD,  M, D, 

Medical  Officer  of  Health, 
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